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JEAN  RUSSELL 

born:  April  14,  1812  in  Glasgow,  Scotland 
died:  July  2,  1879;  buried  in  Wooster,  Ohio 
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married:  William  Bruce  (born  March  25,  1793 /in  Airth,  Scotland-- 
died  September  1,  1868  in  Wooster, (Ohio  in  a  fall  from 
a  horse  at  age  75)  on  February  18,V1838  in  Falkirk, 
Scotland,  by  Reverend  William  Anderson,  D.  D.;  the  couple 
came  to  America  in  1840;  William  Bruce  is  buried  in 
Wooster,  Ohio.  William  Bruce  is  the  son  of  James  Bruce 
and  Margaret  Hendrie 


Their  issue 
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Christina  Anderson  (March  8,  1839 — February  24,  1939) 

EPJ  notes  about  Christina  Anderson:  "The  last  one  of  over 
thirty  who  came  to  America  in  1840." 


married:  DT  Byall  (Aug.  17,  1837 — June  16,  1928);  lived  in 
Garnett,  KS. 

Their  issu 

A.  James  Bruce  (born  April  3,  1874) ,  ef.  lUS 


married:  (X)  Alice  Mary  Smith  (Dec.  21,  1872 — Feb.  12,  1926) 
Their  issue: 


married  (2) 


, f*  Evan  Bruce  (born  March  25,  1913) 
ii.  Alice  Jean  (born  January  14,  1916) 
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Georgiana  Carpenter  (born  Oct.  24,  1878) 


B.  Frank  Russell  (February  2,  1876 — April  10,  1896) 
married:  Lulu  Mae  Shaefer  (born  Sept.  26,  1874) 
Their  issue: 

i.  Donald  Eugene  (born  May  3,  1908) 

C.  Martha  Jean  (born  September  23,  1878) 


D.  David  Wallace  (born  February  9,  1881) 

married:  Edith  Eleanor  Turner  (born  February  2,  1880) 


to 


